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CORRECTEDCOPY PARA 1 LINES 3 AND 4 

FROM AMCONGEN ALEXANDRIA 

EO 11652: NA 
TAGS: EAID, ME 

SUBJECT: FORD FOUNDATION REGIONAL OFFICE 
REF: BEIRUT 12539 

1. DURING VISIT LAST WEEK BY FORD FOUNDATION PRESIDENT 
MCGEORGE BUND AY, DIRECTOR OF FOUNDATION'S ME OFFICE 
COURTNEY NELSON ASKED CONGEN IN VERY LOW KEY MANNER ABOUT 
SUITABILITY ALEXANDRIA AS BASE FOR HIS 

OPERATIONS IF BEIRUT BECAME DEFINITELY UNSUITABLE OVER 
LONGER RANGE. 

2. NELSON MENTIONED FAVORABLE ASPECTS SUCH AS HOUSING, 
SCHOOLING AND GENERAL ATMOSPHERE. CONGEN POINTED OUT ONE 
LACK - RAPID AIR TRANSPORT. ABSENCE OF LOCAL INTERNA- 
TIONAL AIRPORT REQUIRES 3 HOUR PLUS ROAD OR TRAIN-TAXI 
TRIP TO CAIRO AIRPORT. IF "INSTANT DEPARTURE" ESSENTIAL 

THIS IS PROBLEM, BUT IF USUAL REQUIREMENT ALLOWS 12 TO 
24 HOUR LEAVE TIME THIS PROBLEM UNIMPORTANT. CONGEN 
ALSO POINTED OUT THAT BOTH LOCAL AND INTERNATIONAL TELEPHONE 
COMMUNICATIONS OCCASIONALLY ERRATIC, BUT HE UNABLE 
LIMITED OFFICIAL USE 
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UNDER MORE PEACEFUL CIRCUMSTANCES. 

3. NELSON SAID HE NOT RPT NOT YET MAKING FIRM 
DECISION, BUT PROSPECT OF ALEXANDRIA BASE DEFINITELY 
INTERESTED HIM. 

4. DECON ON RECEIPT. SIGNED CAHSE. 

MAESTRONE 

LIMITED OFFICIAL USE 
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Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 
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Copy: SINGLE 
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Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 
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Disposition Case Number: n/a 
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Disposition Remarks: 

Document Number: 1975CAIRO10793 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 
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Executive Order: N/A 

Errors: N/A 

Film Number: D750376-0747 
From: CAIRO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19751015/aaaaaneo.tel 

Line Count: 69 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 
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Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 
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Review Date: 01 AUG 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 AUG 2003 by ShawDG>; APPROVED <08 DEC 2003 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FORD FOUNDATION REGIONAL OFFICE 

TAGS: EAID, XF, EG, FORD FOUNDATION, (BUNDY, MCGEORGE) 

To: STATE BEIRUT 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



